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Eine 
BJARNE 
Pfeife ist so 
individual] wie 
Fingerabdruck. 
BJARNE Pfeifen 
sind en Sprtzener- 
zeugnis. Jede Pfeife 
wird von geschulten 
Fachleuten hergestellf, 
die stolz sinci auf ihr erft- 
wiirdrges Handwerk. 
Die Pfeifen warden fur den 
jeweiltgen Zeitgeschmack. 
nach indivttiuellen Ideen in 
reiner Handarbeit gcschaffen. 
Keine Pfeife ist deshalb identisch 
mit einer anderen. 




BJARNE PIPES are as individual as your finger prints. 
All BJARNE PIPES are first class. Each pipe 
is made by skilled craftsmen who are 
proud of their trade. 

Each pipe is the dream of an experts 
pipe maker and all pipes are 1 00°/o 
hand made. Their shapes are the 
culmination of the real experts 
creative imagination. Due 
to this you will never 
find two pipes 
exactly 
identical. 


SCAN-X Pipes 

S Hjortekaerskraenten - DK-280G Lyngby - Denmark 
TELEPHONE: (02) 87 85 40 






